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DESCRIPTION OF MATERIAL 


Subic 
Fishladders, Mariborski Otok Dam 


Mariborski Otok hydro plant, near Maribor - view 
upstream from dam 

Fala hydro plant 

Vuzenica hydro plant. Second plant on Drava River 
downstream from Austrian border. 

Individuals ave (1 to r): 

(fnu) Brelih: director of Slovenia power agency. 
(fnu) Klendienst: in charge of hydro plant design. 
(fnu) Stergorcek: hydro engineer 

(fnu) Slebinger: government engineer, Belgrade. 
(fnu) Gregoric: director of Fala plant. 
unidentified local boy in back. 


Vuzenica Dam 

Medvordg Dam - ? 
110 KV transmission tower on Ljubljana-Moste line, near 
Ljubljana 

Savica Hydro 

Moste Hydro 

Moste Hydro; diversion spillway 

Vinodol Hydro .G+tr #4 Pal 


Fuzine Dam; storage for Vinodol.at Fuzin 
110 KV cauheniseton tower 9th at. agreb line, near Fuzin 
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